Reporting-MTA: dns;mmp-bos-1.state.ma.us 

Original-Recipient: rfc822;gbeane@moses-ma.org 
Final-Recipient: rfc822;gbeane@moses-ma.org 
Action: failed 
Status: 5.1.1 

Remote-MTA: dns;filter.conversent.net 

Diagnostic-Code: smtp;550 <gbeane@moses-ma.org>: Recipient address rejected: 5.1.1 
<gbeane@moses-ma.org>... User unknown 
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